Autumn 1964 
(Issue 15 - 14/10/1964) 


Cheshire ITI 
Cargo Liner - 12,097 d.w.t. 


Captain Sheldrake L.H 
Chief Eng Officer Guthrie A 











Chief Officer Beckett J.F 2nd Eng Officer Keating J.J 

2nd Officer Bath A.L 3rd Eng Officer Casey B.J 
Snr 3rd Officer Dobson G.F 4th Eng Officer Smith M.D 
Uncert Officer Hornby R.P 5th Eng Officer Johnston J.M 

Deck Cadet Morris R.J 6th Eng Officer Reid J.A 

Deck Cadet McCall A.P Electrical Officer Dunn R.B 

Deck Cadet Dye D.M 2nd Elect Officer Hartley B.C 

Radio Officer Cave J.B 
Purser Cowan G.G 
Carpenter Finlayson J 
Gloucestershire 
General Cargo - 10,515 d.w.t. 
Captain Saunders P 
Chief Eng Officer Neve P 
Chief Officer Jones E.H 2nd Eng Officer Cuthbertson G 

2nd Officer Jones D.| 3rd Eng Officer Meiklejohn A 
Snr 3rd Officer Marton C 4th Eng Officer Grindlay R 
Jnr 3rd Officer Driver C.R 5th Eng Officer Ellis F 

Deck Cadet Chit Shain P Jnr Eng Officer Green D 

Deck Cadet Ryan P Engineer Cadet Tun W 

Purser English J.E Electrical Officer Brennan J 


Carpenter Preston A.G 
2nd Steward Bowman E 


Herefordshire III 
General Cargo - 16,707 d.w.t. 


Captain Williamson A.N 
Chief Eng Officer Mawdsley F.A.L 





Chief Officer Hudson A 2nd Eng Officer Kelly T.M.C 
2nd Officer Clayton D.R 3rd Eng Officer Graham J.J.A 
Snr 3rd Officer Warre-Dymond A 4th Eng Officer Brassington G.J 
Deck Cadet Weinman L.P 5th Eng Officer Chard T.F 
Deck Cadet SetA 6th Eng Officer Mercer G 
Radio Officer Unsworth J.E Ext 6th Eng Officer Bryn-Jones D 


7th Eng Officer Bristol G.G 
8th Eng Officer Frame W 
Carpenter Grinton G.E 





Lancashire IV 
General Cargo - 16,707 d.w.t. 


Captain Fitch N.F 
Chief Eng Officer Jones R.M 





Chief Officer Hine D 2nd Eng Officer Johnson Q.S 
2nd Officer Horn M.J 3rd Eng Officer King H.M 
Snr 3rd Officer Willard C.J 4th Eng Officer Valentine F.J 

Deck Cadet Cameron R.K 5th Eng Officer Hume J 
Deck Cadet Malpass N.H 6th Eng Officer Ferris P.J 
Deck Cadet Jones M.A Electrical Officer Cull B.P 


Radio Officer Ferry W.J 
Purser Ashley E 
Carpenter McMullan J 


Shropshire 
Cargo Liner - 12,060 d.w.t. 


Captain Mills M.C 
Chief Eng Officer Randles A 











Chief Officer Waldie J.W 2nd Eng Officer Hudson J 
2nd Officer Gowsell K 3rd Eng Officer Nightingale D 
Snr 3rd Officer Scott H.A 4th Eng Officer Coups E 
Uncert Officer Greenfield D Ext 4th Eng Officer Cawley D 
Deck Cadet Austin D.C 6th Eng Officer Connell H.P 
Deck Cadet Beevers A 7th Eng Officer Dalton D 
Radio Officer Beyer C.L Electrical Officer Dobson R 
Purser Kays W.H 2nd Elect Officer Richmond D 
Carpenter Conlin W.P 
SS Leicestershire 
Passenger Cargo - 8,908 tons 
Captain Dobson G.W 
Chief Eng Officer Douglas G.A.C 
Chief Officer Moore A.R 2nd Eng Officer Bailey E.B 
2nd Officer Railton W.A 3rd Eng Officer McGeorge H.D 
3rd Officer McLeod K Ext 3rd Eng Officer Mathieson D.R 
Surgeon Bradfield Dr W.H 5th Eng Officer Kennedy V 
Deck Cadet Russell R.H 6th Eng Officer Sutton J.E 
Deck Cadet Morris T.N 7th Eng Officer Forster T.H 
Radio Officer Alcock D Electrical Officer Sowden R 
Purser Finlayson E.M 2nd Elect Officer Blair G 
Carpenter RaveraA.S 
2nd Steward FoxL 
Storekeeper Turner G 
Chef Ashcroft A 
Baker Nicholls G 
Butcher SmithJ.R 


SS Warwickshire 


Passenger Cargo - 8,900 tons 


Captain Thomson T.J.A 
Chief Eng Officer Shackleton J.H 











Chief Officer Monteith D.C 2nd Eng Officer Melvin W 
2nd Officer Findlay J Deck Eng Officer Fyans B.P 
Snr 3rd Officer Vaughan C.J Deck Eng Officer Bell R.W 
Jnr 3rd Officer Hayes A.J 3rd Eng Officer Turner T.A 
Surgeon Coghlan Dr B.A Ext 3rd Eng Officer McLachlan D 
Radio Officer Talbot G.C 5th Eng Officer Philemon L 
2nd Radio Officer Bateman R.D 6th Eng Officer Bartrup C.J 
Purser Turner J.H 7th Eng Officer Humphrey P 
Electrical Officer McCrory J.A 
2nd Elect Officer Williams G 
Carpenter Hughes (ch) P 
2nd Steward Willis F.J 
Storekeeper Rotherham S 
Chef McConomy E 
Baker Sinclair J 
Butcher Sugden H 
Staffordshire III 
General Cargo - 10,515 d.w.t. 
Captain Cooper T 
Chief Eng Officer Little F 
Chief Officer Weir R 2nd Eng Officer Steven R 
2nd Officer Dyer S.R 3rd Eng Officer Crook W 
Snr 3rd Officer Tiller C.R 4th Eng Officer Craig C 
Uncert 3rd Officer Case M.H 5th Eng Officer Sherman J.F 
Deck Cadet Boreham J.C.P 6th Eng Officer Davies E 
Deck Cadet Martin L 7th Eng Officer Shaw J.H 
Deck Cadet Kendrick R.F.A Electrical Officer Barrie B 
Deck Cadet Gibson S.H 
Purser Moule L.A.E 


Carpenter Beatty W.R 
2nd Steward Roocroft G 





Yorkshire III 
General Cargo - 12,040 d.w.t. 


Captain Hagley R.L 
Chief Eng Officer Peat R 





Chief Officer Gurney F.G 2nd Eng Officer Page R.M 
2nd Officer Sinnott J.F 3rd Eng Officer Quigley T.G 
Snr 3rd Officer Kingsmill M 4th Eng Officer Lindsay W.P 
Deck Cadet Tut M.T 5th Eng Officer Woodend M.J 
Deck Cadet Kumarasinghe R.K Engineer Cadet Lawson R 
Deck Cadet Raeburn-Ward A.D Engineer Cadet Hall J 
Deck Cadet Fletecher R Electrical Officer Archibald W 


Radio Officer Brumby G.J 
Purser Miley D 
Carpenter Blakely W.A 


